mn 

‘Research  Grant  ‘Program  Grends 

1963-1968 


SASS /SAB/DRG 
OCTOBER  1968 


a 


SASS/SAB/DRG 
OCTOBER  1968 


NUMBER  OF  NIH*  RESEARCH  GRANTS 
Fiscal  years  1963-1968 


Total 

Renewal 

Continuations 

New 

1963 

12,866 

1,762 

8,335 

2,769 

1964 

12,893 

1,633 

8,842 

2,418 

1965 

12,729 

1,778 

8,869 

2  ,082 

1966 

12 ,539 

1,547 

8,862 

2,130 

1967 

12,633 

1,746 

8,580 

2,307 

1968 

11,837 

1,564 

8,728 

1,545 

*  Does  not 

include  NIMH  for  any  year 

Comment : 

The  1,545  new  awards  in  FY  1968  were  26  percent  under  the  previous  low  in  FY  1965  and  44  percent  under  the 
FY  1963  high. 


CHART  3 


NEW  NIH  RESEARCH  GRANT  APPLICATIONS  REVIEWED,  APPROVED  AND  AWARDED 

COUNCIL  YEARS  1963-1968 


NUMBER 


DOLLAR  VALUE  OF  NIH*  RESEARCH  GRANTS 


Fiscal  years  1963-1968 
(Dollars  in  millions) 


Fiscal  year 

Total 

Renewals 

Continuations 

New 

Total,  New,  Renewals, 
and  Supplements 

1963 

$383 

$47 

$233 

$86 

$150 

1964 

437 

51 

291 

77 

146 

1965 

469 

59 

326 

67 

143 

1966 

521 

55 

358 

91 

163 

1967 

593 

75 

393 

103 

200 

1968 

621 

88 

444 

71 

177 

*  Does  not  include  NIMH  for  any  year. 


Comment : 

In  FY  1963  continuations  absorbed  61  percent  of  the  funds  awarded  and  in  FY  1968,  71  percent  of  the  funds 
awarded--an  average  annual  rate  of  increase  of  2.1  percent. 


NIH*  NUMBER  OF  APPLICATIONS  REVIEWED,  APPROVED  AND  AWARDED 
Council  years  1963-1968 


Council  year 

New 

Renewal 

Reviewed 

Approved 

Awarded 

Reviewed 

Approved 

Awarded 

1963 

5,420 

2  ,986 

2,699 

2,049 

1,620 

1,560 

1964 

4,931 

2,664 

2,390 

2,281 

1,792 

1,727 

1965 

5,011 

2,683 

2,150 

2,577 

2,043 

1,832 

1966 

5,348 

2  ,924 

2,033 

2  ,591 

1,984 

1,493 

1967 

5,457 

2,912 

2,155 

2,939 

2,203 

1,701 

1968 

5,413 

2,752 

1,490  EST 

2,869 

2,183 

1,580 

*  Does  not  include  NIMII  for  any  year. 


\ 


Comment : 

The  estimate  of  awards  on  new  council  year  1968  approved  applications  is  543  under  the  previous  low  for  new 
awards  on  council  year  1966  approvals  and  a  decrease  of  668  (31  percent)  from  awards  on  council  year  1967 
approvals.  Only  a  portion  of  this  drop  can  be  attributed  to  a  decrease  in  the  council  approval  rate. 


CHART  4 

COUNCIL  APPROVAL  RATES  FOR  NUMBER  OF  NIH  RESEARCH  GRANT  APPLICATIONS 

COUNCIL  YEARS  1963-1968 


PERCENT 


NIH*  COUNCIL  APPROVAL  RATES  FOR  NUMBER  OF  RESEARCH  GRANT  APPLICATIONS 

Council  years  1963-1968 


Council  year 

Renewals 

New 

1963 

79.1 

55.1 

1964 

78.6 

54.0 

1965 

79.3 

53.5 

1966 

76.6 

54.7 

1967 

75.0 

53.4 

1968 

76.1 

50.8 

*  Does  not  include  NIMH  for  any  year. 


100 

75 

50 

25 
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CHART  5 


:ates  for  number  of  council  approved  nih  research  grant  applications 


COUNCIL  YEARS  1963-1968 


1964 


1965 


1966 


1967 


1968 


/ 


AWARD  RATES  FOR  NUMBER  OF  COUNCIL  APPROVED  NIH  RESEARCH  GRANT  APPLICATIONS 

Council  years  1963-1968 


Council  year 

Renewal 

New 

1963 

96.3 

90.4 

1964 

96.4 

89.7 

1965 

89.7 

80.1 

1966 

75.3 

69.5 

1967 

77.2 

74.0 

1968 

72.3  EST 

54.1  EST' 

*  Does  not  include  NIMH  for  any  year. 


Comment : 

A  very  sharp  drop  in  the  award  rate  for  new  applications  in  CY  1968,  and  a  smaller  decline  for  renewals, 
brought  both  series  back  in  line  with  the  down  trend  evident  in  every  year  but  one  since  CY  1964. 


AVERAGE 

DOLLAR 

VALUE  OF  NIH* 
Fiscal  years 
(Dollars  in 

RESEARCH  i 
1963-1968 
thousands) 

GRANT  AWARDS 

Type  of  grant 

Fiscal 

Year 

1963 

1964 

1965 

1966 

1967 

1968 

New 

26.2 

29.0 

29.0 

39.0  1/ 

40.8 

43.5 

Renewals 

26.3 

29.3 

33.1 

35.4 

41.1 

49.6 

Continuations 

23.8 

27.3 

29.2 

32.8 

38.0  1/ 

42.3  1/ 

*  Does  not  include  NIMH  and  DRFR  for  any  year. 
_1/Includes  Sloan-Kettering  grant. 


Comment : 


The  $49,000  average  renewal  grant  in  FY  1968  exceeded  the  average  new  grant  by  $6,100  and  was  $7,300  higher 
than  the  average  continuation  grant.  Renewals  consistently  averaged  above  new  and  continuation  grants 
except  in  FY  1966,  when  the  Sloan-Kettering  grant  substantially  boosted  the  average  for  new  grants. 


$  50,000 
TO  99,999 


$  20,000 
TO  49,000 


1963 


1965 


1967 


CHART  7 

PERCENTAGE  DISTRIBUTION  OF  NIH  RESEARCH  GRANT  FUNDS  BY  SIZE  OF  AWARD 

DOLLAR  VALUE 
FY  1963,  1965,  1967,  1968 

$308  MILLION  $  365  MILLION  $469  MILLION  $487  MILLION 


PERCENT 


$  300,000 
AND  OVER 


LESS  THAN 
$  20,000 


1968 


$  100,000 
TO  299,999 


NIH*  RESEARCH  GRANT  FUNDS**  BY  SIZE  OF  AWARD 


Fiscal 

years  1963, 
(Dollars 

1965,  1967  and 
in  millions) 

1968 

FY 

1963 

FY 

1965 

FY 

1967 

FY 

1968 

Award  Interval 

Dollar 

Value 

Percent 

Dollar 

Value 

Percent 

Dol lar 
Value 

Percent 

Dollar 

Value 

Percent 

Total 

$308 

100.0% 

$365 

100.0% 

$469' 

100.0% 

$487 

100.0% 

Less  than  $20,000 

92 

29.9 

78 

21.4 

55 

11.8 

43 

8.9 

$  20,000  -  49,999 

116 

37.7 

147 

40.2 

185 

39.2 

183 

37.5 

$  50,000  -  99,999 

40 

13.0 

52 

14.2 

87 

18.6 

99 

20.3 

$100,000  -  299,999 

34 

11.0 

53 

14.4 

80 

17.1 

88 

18.1 

$300,000  and  over 

26 

8.4 

35 

9.7 

62 

13.3 

74 

15.2 

*  Does  not  include  NIMH  and  DRFR  for  any  year. 
**Excludes  supplemental  awards. 


Comment : 

While  there  was  almost  a  two-fold  increase  in  the  proportion  of  funds  awarded  on  grants  $100,000  and  over 
from  FY  1963  to  1968,  grants  for  less  than  $20,000  decreased  from  $92  million  to  $43  million  over  the  same 
time  period--a  53  percent  decrease. 


CHART  8 


PERCENTAGE  DISTRIBUTION  OF  N  I  H  RESEARCH  GRANTS  BY  SIZE  OF  AWARD 

NUMBER  OF  AWARDS 
FY  1963,  1965,  1967,  1968 


PERCENT 
IOO - 


75 


50 


25 


0 


12,524 


1963 


12,324 


1965 


12,045 


I  967 


1968 


$  300,000  a  OVER 
$  100,000 
TO  299,999 

$  50,000 
TO  99,999 


$  20,000 
TO  49,999 


LESS  THAN 
$  20,000 


NUMBER  OF  NIH*  RESEARCH  GRANTS**  BY  DOLLAR  AWARD  INTERVAL 
Fiscal  years  1963,  1965,  1967  and  1968 


FY 

1963 

FY 

1965 

FY 

1967 

FY 

1968 

Award  Interval 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Total 

12,524 

100.0% 

12,324 

100.0% 

12,045 

100.0% 

11,213 

100.0% 

Less  than  $20,000 

7,680 

61.3 

6,243 

50.7 

4,222 

35.1 

3,265 

29.1 

$  20,000  -  49,999 

3,972 

31.7 

4,894 

39.7 

5,918 

49.1 

5,781 

51.6 

$  50,000  -  99,999 

608 

4.9 

784 

6.4 

1,314 

10.9 

1,497 

13.3 

$100,000  -  299,999 

209 

1.7 

325 

2.6 

483 

4.0 

535 

4.8 

$300,000  and  over 

55 

0.4 

78 

0.6 

108 

0.9 

136 

1.2 

*  Does  not  include  NIMH  and  DRFR  for  any  year. 
**Excludes  supplemental  awards. 


